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TAGS: ASEC 

SUBJECT: HALIFAX ALARM SYSTEM 

1 . IN CONNECTION WITH THE RECENT SECURITY SURVEY AT THE 
AMCONGEN HALIFAX, THE POST IS ARRANGING TO HAVE MARITIME 
BELL INSTALL ONE PAIR OF DEDICATED TELEPHONE LINES 

FROM OFFICE TO THE BUILDING SECURITY OFFICE. THESE LINES 
WILL BE INSTALLED BY FEBRUARY 15. 

2. PLEASE ADVISE IF ADDITIONAL LINES ARE NEEDED FOR 
RECOMMENDED ALARM SYSTEM. 
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